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An antenna suitable for ground stations of satellite communications 
systems is described. The antenna has very good low-noise properties, high 
aperture efficiency, and excellent broadband characteristics. It can be 
operated without a radome and allows the location of all communications 
and tracking equipment in a stationary room on the ground. Called the 
"triply -folded horn-reflector antenna" it is derived from the well-known 
conical horn-reflector antenna by folding the horn three times to bring its 
apex into a stationary position on the ground. Plane reflectors are used in 
the folding process and the propagation in the antenna is based on the 
principles of geometrical optics. 

The paper describes electrical tests on an antenna model at frequencies of 
GO and 11 gc and presents results of hydrodynamic tests which were per- 
formed to study the behavior of the antenna in high wind. 

I. INTRODUCTION 

Among the antennas suitable for ground stations of a satellite com- 
munications system, the horn reflector is highly desirable since it unites 
in one design such electrical characteristics as high-aperture efficiency, 
low-noise temperature, immunity from interfering signals and extreme 
broadband capabilities. High-aperture efficiency results from guiding 
the fundamental mode electromagnetic energy from the focal point by 
means of the horn directly to the parabolic reflector. In this way the 
aperture field distribution is not strongly tapered and energy loss due to 
spillover is minimized. The low noise temperature and immunity from 
interference results mainly from the inherent shielding afforded by the 
horn-reflector structure. 

Both the pyramidal and conical horn-reflector antenna designs have 
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been investigated and applied in the past few years. 1 • 2 - 3 Notable among 
the applications is the large conical horn-reflector antenna at the ground 
station for satellite communications near Andover, Maine. The conical 
horn structure was chosen for this application because of its structural 
and electrical advantages. While this antenna has performed well, a 
number of areas exist where improvements would be desirable. For in- 
stance, the need for carrying large amounts of equipment on the rotating 
structure of the antenna contributes to its high weight and cost. Further- 
more, the radome which is necessary for operation of a large horn-re- 
flector antenna under high wind conditions, degrades antenna perform- 
ance. During periods of rain or snow the radome seriously increases 
the thermal noise and the signal loss in the communications system. 

It is the purpose of this paper to describe a new antenna structure 
which eliminates the major disadvantages of high weight and need for 
a radome, without seriously degrading its electrical or operational charac- 
teristics. Results of scale model studies of electrical and wind loading 
characteristics are presented and other aspects of this new design are 
discussed. 

II. THE TRIPLY-FOLDED HORN-REFLECTOR ANTENNA 

2.1 The Configuration 

The new antenna configuration evolved from the conical horn- 
reflector antenna shown in Fig. 1(a). It is apparent that by using the 
principles of geometrical optics, the length of the structure can be re- 
duced considerably by introducing a plane reflector Ri in the horn as 
shown in Fig. 1(b). In this way, the apex of the horn which coincides 
with the "folded" focal point F2 of the paraboloid can be located near 
the lower plane of the structure. A large rotating joint as shown in 
Fig. 1 (b) is now necessary to permit elevation rotation of the paraboloidal 
reflector section. This configuration gives the advantage of consolidating 
the terminal equipment at one level instead of the two levels shown in 
Fig. 1(a). However, all the equipment still would be required to rotate 
with the structure in azimuth with the associated penalty of inertia and 
weight loading, as well as the complexities of feeding power and signal 
leads through slip rings or cable wraps. 

A further extension of this concept consists of introducing two addi- 
tional plane reflectors R 2 and R3 to permit the axis of the horn apex sec- 
tion to coincide with the azimuth axis of rotation (Fig. 1(c)). Thus, by 
introducing another rotating joint near the apex, the final feed section 
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Fig. 1 — Development of the triply-folded horn geometry from the straight horn : 
(a) straight horn-reflector antenna; (b) single-fold intermediate stage; (c) triply- 
folded horn-reflector antenna design with horn apex coincident with the azimuth 
rotational axis. 
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can be made stationary and all of the terminal equipment mounted off 
the rotating antenna structure. 

Although 90 degree reflections are shown in the triply-folded horn- 
reflector antenna of Fig. 1(c), the underlying principle of geometrical op- 
tics allows the use of reflection-angles other than 90 degrees. 

2.2 Operation Without Radome 

In order to eliminate the above mentioned transmission degradation 
during rain or snow, the triply-folded horn should be operated without 
a radome. The inherent compactness of the triply-folded horn antenna 
is a definite asset for achieving adequate satellite tracking during periods 
of high wind. A helpful by-product of the elimination of the detrimental 
radome effects is a reduction of the size of an uncovered antenna for 
given transmission requirements in the satellite system. 

Several variations of the folded horn configuration were considered. 
As a result of hydrodynamic scale model tests, best resistance to high 
wind velocities was obtained by the configuration shown in Fig. 2. 
Here the azimuth axis is located to minimize the swept radius of the 
structure which includes an exterior fairing tightly fitted to the sil- 
houette of the folded horn. 

In environments such as Andover, Maine, means for melting snow and 
ice from the exposed parabolic reflector surface must be provided. One 
possible approach to this problem is the use of electrical deicing devices 
which can be zone controlled to localize heating effects. Another possi- 
bility consists of closing the aperture with a low-loss cover. While a wet 
aperture cover does not cause as great a transmission degradation as a 
radome, it should not be installed without some provisions for removing 
the water from its surface. Fig. 3 indicates a possible technique in which 
high-speed air is directed by nozzles tangentially over the cover to reduce 
or even blow away any possible water layer. A plenum is provided in the 
back of the cover where a slight over-pressure is produced by the blowers. 
Formed ducts, made of low-loss foam material which are designed accord- 
ing to aerodynamical principles and end in nozzles, accelerate the air 
to the high velocity required at the outside surface of the aperture cover. 

2.3 Mechanical Considerations 

The triply-folded conical horn-reflector antenna structure shown in 
Fig. 2 would be constructed of steel tubular members for the reflector 
panel supports and of standard rolled shapes of structural steel elsewhere. 
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Fig. 2 — Cross sectional view of proposed triply-folded horn-reflector antenna 
showing asymmetrical outer fairing. The dimensions are for a 2250 square foot 
aperture size. 



Aluminum would have disadvantages from a cost and fabrication view- 
point. When operating without an aperture cover, it is necessary for 
the parabolic reflector panels to be resistant to distortion under varying 
solar heating as the surface is exposed to rapidly varying sun and sha- 
dow. It also is necessary to melt ice and snow from the reflector. A 
stretch formed, single-skin aluminum panel would be suitable for this 
application rather than the aluminum honeycomb panels which were 
used at Andover. The honeycomb construction is vulnerable to serious 
warping if the outer skins are not at reasonably uniform temperatures 
and the core acts as an effective insulator against efficient heat trans- 
fer for snow and ice melting purposes. The single-skin aluminum panel 
would have to be about 50 per cent heavier than the equivalent honey- 
comb panel. The exterior fairing could be built of lightweight panels of 
aluminum or resin impregnated Fiberglas. 

The entire structure rotates on a single circular track mounted on a 
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Fig. 3 — A method proposed to deflect precipitation from the aperture by means 
of high velocity air streams. Covers 1 and 2 might be Hypalon covered Dacron 
fabric similar to the Andover radome material but only 0.040 inch thick. 

circular foundation. The foundation can incorporate enough living space 
to house all terminal equipment in an underground equipment area. 

The overall RMS deflection of the four reflecting surfaces of the 
triply-folded horn should not exceed a value which depends on the 
maximum allowable gain degradation at the highest frequency of opera- 
tion. The total allowable RMS deflection can be determined from formu- 
las contained in Ref. 4. It is logical to divide the total RMS value among 
the reflecting surfaces such that the accuracy requirements increase 
from the largest to the smallest surface. A possible way of assigning the 
total RMS error, <r to t among the four reflecting surfaces could be as 
follows: o-i = 0.84o- to t , oz = 0.42o- to t , 0-3 = 0.28o- to t , and 0-4 = 0.21o- t ot . 
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Aligning the reflector panels to the desired accuracy is a very important 
task which becomes relatively simple for the flat reflectors. The parabolic; 
reflector can for instance be measured and aligned by triangulation 
using two telescopes mounted in positions A and B on the antenna. A 
small computer coupled to the telescopes quickly determines the devia- 
tion from the theoretical surface. A and B are supports whose location 
can be easily and accurately determined, and from which the parabolic 
reflector can always be seen equally well when rotated in elevation. 
Measurements of the parabolic surface can therefore be made for any 
elevation angle of the antenna, a very valuable feature unique to this 
antenna design. 

III. ELECTRICAL SCALE MODEL TESTS 

3.1 The Antenna Model 

Analytic investigation of the triply-folded conical horn-reflector 
antenna is a formidable problem involving the solution of the propaga- 
tion equations in the oversized conical waveguide represented by the 
folded horn. Electrical scale model testing, however, has been shown to 
be valuable in assessing the electrical characteristics of large antennas. - 
In the present case, the availability of a precision conical horn-reflector 
antenna model minimized the fabrication cost but dictated the size of 
the model. 

In order to make direct comparison between folded and straight conical 
horn-reflector antennas, the model was constructed so that the precision 
parabolic reflector section could be attached to either the folded or the 
straight conical horn. Fig. 4 is a scaled cross section drawing of the 
folded conical horn-reflector model with pertinent dimensions. Shown 
by dotted lines is the position of the straight conical horn when attached 
to the reflector. The model has a focal length of 24 inches and a flare 
angle of 31.5 degrees. The RMS error of the parabolic surface of this 
model is about 0.002 inch which, according to Ruze 4 will not cause more 
than 0.05 decibels reduction in gain from the theoretical value at the 
highest measuring frequency of 60 gc. 

The original conical horn-reflector model was fabricated of thin sheet 
brass while the folded conical horn was machined from aluminum cast- 
ings. Flat precision aluminum plates were attached as fold reflectors. 
Each fold section may be replaced by a straight conical section thus 
permitting investigation of a single fold or combination of folds. Conical 
horn feeds for both the TEn and TM i modes were provided separately. 
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Fig. 4 — Conical horn-reflector antenna model employed for electrical tests show- 
ing pertinent dimensions of the inner surface. 

Fig. 5 is a photograph of the triply-folded conical horn-reflector antenna 
model mounted for pattern measurements. 

Aside from having a greater flare angle (31.5 vs 25 degrees) than the 
antenna in Fig. 2, the aperture diameter of the model is undersized by a 
factor of 1.6. This factor is based on the assumption that the ground 
station antenna of Fig. 2 would operate at 4 gc vs a 60 gc measuring 
frequency for the model. Both the larger flare angle and the under- 
sized scale enhance the diffraction effects of the folds in the model com- 
pared with the antenna of Fig. 2. The model measurements should 
therefore give a somewhat pessimistic answer to the diffraction prob- 
lems in the triply-folded horn. 



4.2 I'he Measuring Technique 

One purpose of the electrical measurements was to obtain far field 
radiation patterns having sufficient accuracy to be employed in the 
analytical determination of gain and noise temperature of the model. 
Sufficient accuracy is obtained by measuring at least 30 decibels below 
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Fig. 5 — The antenna model mounted for radiation pattern measurements in the 
transverse plane and 0° elevation. 
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the isotropic level of the antenna. Since the gain of this antenna at 60 
gc is about 51 decibels, an 81-decibel dynamic measuring range is re- 
quired. This range is achieved through the use of a high -power short 
pulse technique. The short pulse technique allows both the elimination 
of spurious reflections from outside the direct signal path and a wide 
dynamic range. Otherwise, standard antenna measuring procedures are 
employed at the 1500-foot antenna range of the Holmdel Laboratory. 

The signal source consists of a 10-kw peak power output magnetron 
operating at 60 gc. The pulse width is 0.2 microsecond and the repeti- 
tion rate 1000 cps. A 30-decibel rectangular horn located about 12 inches 
above ground is used as a source antenna. 

The antenna model can be mounted with various orientations on an 
azimuth positioner which is located about 30 feet above ground on top 
of the range building. Complete 360 degree patterns can be taken with 
this arrangement. A superheterodyne receiver followed by a video de- 
tector is attached to the output waveguide of the model antenna. The 
detected pulse is amplified in a narrow band 1000-cps amplifier before it 
is applied to a rectangular, logarithmic pattern recorder. 

Similar equipment is also provided for pattern measurements at a 
frequency of 11 gc. 

3.3 The Measured Radiation Patterns 

All the pattern measurements for the TEn mode were taken in the 
two principal planes (longitudinal and transverse) with linear field polari- 
zation in the same two planes. Cross polarized patterns were not taken. 
The planes are defined with respect to the straight horn-reflector antenna. 
The longitudinal plane contains the axis of the cone and the beam while 
the transverse plane contains the axis of the beam but is normal to the 
axis of the cone. The folded-horn antenna requires an additional designa- 
tion to describe the rotation of the parabolic section about the cone 
axis. In practice this is the elevation angle of the beam with respect to 
the horizontal plane of Fig. 2. In the zenith or 90 degree elevation posi- 
tion, both the beam axis and the segments of the folded cone axis are 
in the same plane. 

Over 30 radiation patterns were taken. These include all principal 
planes and polarizations of both the straight and the folded horn-re- 
flector antennas at 60 gc and 11 gc. Only a few of the patterns are shown 
here. Fig. 6(a) shows a pattern for the straight horn-reflector an- 
tenna in the longitudinal plane with longitudinal polarization. The 
characteristic spillover lobe is clearly visible at about 70 degrees to the 













































(a) 


■ 


-20 
























- 






















































~ 






























m 

3 

LU 

Q 
























































R „ 


- 


























1 






















> 
1- 
< 






h 
















- 








J Tb.i W- ■* 




















/if !U 


1 1 


In 


















-'i 








i 






i 










, 
























90 























£-60 




ANGLE OFF AXIS IN DEGREES 



Fig. 6 — Measured radiation patterns for the TE n mode in the longitudinal plane 
with longitudinal polarization at 60 gc: (a) straight horn (note the characteristic 
spillover lobe to the left of the main beam); (b) triply-folded horn in the zenith 
position. 
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left of the main beam, approaching the isotropic level of the antenna, 
51 decibels. The same pattern was taken with the triply-folded horn 
antenna in the zenith position and is shown by Fig. 6(b). The spillover 
lobe has disappeared but other sidelobes closer to the main beam have 
become stronger. In Figs. 7(a) to 7(d), the patterns show a development 
of the radiation characteristics of the triply-folded horn from the straight 
horn. The single fold is the large area fold nearest the parabolic section. 
A strong spillover lobe which first becomes visible after the addition of 
the second fold appears at 62 degrees left of center and eventually reaches 
a level 6 decibels above isotropic. Of the many patterns taken, Fig. 7(d) 
shows the most pronounced effect of fold diffraction. In the horizon or 
degree elevation position (not shown), the spillover lobe has practically 
disappeared. Fig. 8 shows an expanded section around the main beam of 
the pattern in Fig. 7(d). This expanded pattern has a first lobe level on 
the right side which is about 22 decibels below the peak. The one on the 
left side, however, has actually moved into the main beam. The computed 
pattern for the straight horn-reflector antenna gives the first sidelobe 
level as —24 decibels and a null depth of —26 decibels between the 
main beam and first sidelobe. 2 

For any satellite station application, the triply-folded horn must be 
equipped with an automatic tracking system similar to the one used at 
the Andover satellite station. 5 Since such a tracking system makes use 
of the TMoi mode, the TM i radiation patterns of the triply-folded 
horn -reflector antenna model were measured. The results are presented 
in Fig. 9 together with the corresponding TEu mode patterns. The peak 
levels of the two patterns were made equal, although the TM i maxima 
were actually 5 decibels below the TEu maxima. It is observed that the 
four TMoi mode patterns are quite symmetrical and that their nulls 
which are at least 28 decibels deep, align well with the peaks of the TEu 
mode patterns. 

In order to obtain a feeling for the amount of misalignment which 
could be tolerated in a triply-folded horn antenna, deliberate angular 
errors were introduced in the three axes segments of the folded conical 
horn. Pattern measurements indicate that errors in the amount of one 
beamwidth (0.5 degrees) in each segment do not cause serious degrada- 
tion of the antenna characteristics. Aside from some expected beam- 
shifting, the main beam width of the TEu mode patterns increases 
slightly while the TM i mode patterns suffer from decreased null depth. 

Pattern measurements at 11 gc, which are not included here, show 
increased diffraction effects due to the folds especially in the vicinity of 
the main beam. A general survey of all the available principal radiation 
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patterns indicates that a certain degradation of the antenna charac- 
teristics has taken place by introducing the three folds in the horn. This 
degradation can only be realistically judged by comparing the gain and 
noise temperature of the two types of antennas. 

3.4 Gain and Noise Temperature 

The accuracy of the standard horn comparison technique for gain 
determination was found to be inferior to the pattern integration method. 

Both gain and antenna noise temperature were therefore computed 
by means of the following expressions which are derived in Appendix A: 

4t 

Go - .r ror ({) 

/ P„ (d,<f>) sin 6ddd<t> 
and 

T * = TT t f P„(0,0)H0,0) sin dd9d<f> (2) 

47T J $=0 J 4,=°0 

where <f> and are spherical coordinates with = coincident with the 
electrical axis of the antenna. Pattern measurements yield directly the 
normalized gain function P n (d,<j>) = P(6,<p)/P (0,0). For temperature 
calculations, the temperature, T{6,<p), of the sphere surrounding the 
antenna has to be specified. 

As explained in Appendix A, P n consists of the sum of the principal 
and cross polarized radiation patterns. In the following computations, 
however, the cross polarized patterns were omitted, having not been 
measured. It is estimated that the inclusion of the cross polarized com- 
ponent would reduce the gain by about 0.1 decibel. 

Equation (1) holds separately for the transverse and longitudinal 
linear polarizations used in the tests. For each polarization, the two 
patterns in the transverse and in the longitudinal planes are available 
for a total of four half patterns. Each half pattern is then assumed to 
encompass the 90 degree sector about the main beam axis and centered 
on the measured half pattern. This assumption permits the integration 
in <f> to be carried out easily. The integration in is then performed using 
standard graphical techniques. Finally, the integrated patterns for trans- 
verse and longitudinal polarizations are averaged. Results of such compu- 
tations are shown in Table I. 

The theoretical gain values shown in Table I are calculated by the 
formula : 

G = v(**A/\ 2 ) (3) 




-60 60 

ANGLE OFF AXIS IN DEGREES 



Fig. 7 — Measured radiation patterns for the TEh mode in the longitudinal plane 
with transverse polarization at 60 ge showing the effect of progressive folding: (a) 
straight horn; (b) single large area fold; (c) double fold; (d) triple fold. The 
zenith position was used in all folded cases. 
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Fig. 7 (cont.) 
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Fig. 8 — Expanded radiation pattern of Fig. 7(d) centered on the main beam 
and showing the first few side lobes. 

where the efficiency r\ of the antenna aperture A is calculated to be 
80.(55 per cent for the conical horn-reflector antenna 2 if the effect of the 
characteristic spillover lobe is not taken into account. Spillover reduces 
the gain by approximately 0.2 decibel resulting in an efficiency of 77.1 
per cent. Equation (3 ) and the gain values in Table I allow the calcula- 
tion of antenna aperture efficiencies. For the triply-folded horn an effi- 
ciency of 60 ±4 per cent at 60 gc is obtained practically independent of 
the elevation angle of the parabolic reflector. This is one decibel below 
the measured straight horn efficiency of 75.4 ± 5 per cent. It is expected 
that in an exact scaled model of the antenna of Fig. 2 the aperture 
efficiency would be higher and would come closer to the value of the 
straight horn antenna. 

The antenna temperature, T A , of (2) is computed for both the zenith 
position and an angle of 5 degrees above the horizon. For the zenith 
computation the temperature of the surrounding sphere can be assumed 
circularly symmetric about a normal to the earth surface. The assumed, 
temperature distribution with elevation is: 

2.2°k: 



T = 



cos 8 



< < 87.5 C 



and 



T = 300°K 87.5° < d < 180°. 



(4) 



(5) 
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Fig. 9 — Measured radiation patterns of the triply-folded conical horn-reflector 
antenna model for the TMoi mode shown for comparison with the TEn mode 
measured patterns. The pattern maximas have been normalized for display con- 
venience. The measurement plane and polarization designations are: (a) trans- 
verse plane, transverse polarization and 0° position; (b) transverse plane, trans- 
verse polarization and 90° position; (c) longitudinal plane, longitudinal polarization 
and 0° position; and, (d) longitudinal plane, longitudinal polarization and 90° 
position. 
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Table I 
Gains of the Antenna Model Determined by Integration of 

Measured Patterns 
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Equation (4) is a good expression for the atmospheric noise at a fre- 
quency of about 4 gc from zenith down to 2.5 degrees elevation. Below 
this elevation the beginning of the warm earth is assumed with a uniform 
temperature of 300 degrees Kelvin. This is a pessimistic assumption 
since the effective ground temperature will always be below 300 degrees 
K depending on the reflection coefficient of the earth's surface surround- 
ing the antenna. 

For an antenna elevation angle of 7.5 degrees (5 degrees above the 
physical horizon), the temperature distribution given by (4) and (5) 
was modified to simplify the integration of (2). This spherical tempera- 
ture distribution can be described by two regions. The first is a spherical 
cap centered on the main beam described by < 6 < 5° and consisting 
of atmospheric temperature only. This region is further divided into two 
semi-caps by a great circle arc tangential to the 7.5 degree elevation. The 
upper semi-cap has a temperature distribution: 



T = 



2.2°K 

cos (82.5° - 6) 



for < < 5° 
< <j> < 180°. 



(6) 



The lower semi-cap extending below the 7.5 degree elevation line has a 
temperature distribution : 



T = 



2.2°K 



cos (82.5° 4- 9) 



for < 6 < 5 C 



180° < <f> < 360°. 



(7) 
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The second region may also be divided into two parts. The lower one 
represents the warm earth and is bounded by 5° < 6 < 180° and 180° < 
<t> < 360°. The upper part extending toward the zenith completes the 
temperature sphere and is assumed to be at degrees K. Results of 
temperature computations are shown in Table II in the form of excess 
antenna temperatures which are obtained by subtracting the atmospheric 
background temperature T« given by (4) at the center of the main beam 
from T A . 

The zenith excess temperatures are very small in all cases considered, 
even for the triply-folded horn at 11 gc. At the lower elevation angle 
and 60 gc the triply-folded horn picks up about 3.9 degrees K more 
noise than the straight horn. At 11 gc the higher side lobe levels of the 
folded horn cause the noise to increase considerably at the lower eleva- 
tion angle. Whereas the strong diffraction in the triply-folded horn at 
11 gc did not manifest itself in a noticeable gain reduction, it shows up 
as a substantial increase in the noise temperature of the antenna at the 
lower elevation. 



IV. HYDRODYNAMIC SCALE MODEL TESTS 

The behavior of the antenna shown in Fig. 2 under conditions of heavy 
wind was determined by means of scale (1:96) model tests in water 
since wind-tunnel tests would have been less convenient. The measuring 
technique used at the hydrodynamic test facilities of the Davidson 
Laboratory of Stevens Institute of Technology, Hoboken, New Jersey is 
described elsewhere. The most significant quantity measured was the 
azimuth wind torque coefficient C w of the antenna. This quantity is 
defined by 



T(t) = C w V 2 (t) 



(8) 



Table II 

Noise Temperatures of the Antenna Model Determined by 
Integration of Measured Patterns 
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where T = wind torque about the azimuth axis and V = wind velocity. 
C w is a function of the wind direction and the antenna elevation. The 
highest value of C„ is obtained when the wind blows directly into the 
antenna aperture at degrees elevation. This value is listed in Table III, 
for the triply-folded horn with and without aperture cover and for a 2250 
ft. 2 Andover-type horn-reflector antenna for comparison. 

Wind induced torque about the elevation axis is small and presents no 
problem in tracking. The antenna overturning stability is described in 
terms of an overturning moment coefficient C wo defined for an axis located 
in the base of the structure. The maximum value of C wo for the most 
unfavorable orientation of the antenna is also given in Table III. Ap- 
proximately 18 X 10 6 ft.-lbs. of torque is required to overturn the an- 
tenna. This estimate is based upon an estimated weight of 475,000 lbs 
and gives a safety factor of approximately 6 for 100 mph winds. 

Calculations made by K. N. Coyne 6 give the wind speed at which the 
antenna stops tracking (worst case). This wind speed at stall is shown 
in Table III. The data is based on dual 25-hp hydraulic azimuth drives, 
which result in a maxim urn azimuth drive torque of 1.2 X 10 ft.-lbs. 
The table finally gives the wind velocity at which an RMS tracking 
error of 0.01° is reached. The assumption is made that a servo-system 
in the autotrack mode similar to the one used in the Andover satellite 
station is used. 7 The numbers indicate that negligible tracking errors 
are produced by winds up to 60 mph for the triply -folded horn and that 
the antenna can be stalled only by winds of about 80 mph or more. 
Comparing these numbers with those for an Andover-type antenna, one 
finds a very substantial improvement. 



Table III 
Wind Load Characteristics of Antennas 
with 2250 ft. 2 Aperture 



Maximum C w in ft. -lbs. /mph 2 

Maximum C w0 in ft. -lbs. /mph 2 

Avg. Wind speed* for stall (at max. C w ) in 
mph 

Avg. Wind speed* for 0.01° RMS auto- 
track error (at max. C w ) in mph 



Triply-Folded Horn 



With Aper- 
ture Cover 



Without Aper- 
ture Cover 



132 
15(5 

i). r ) 



184 
309 

80 

56 



Andover Type 

Horn Reflector 

Without Radome* 



500 

49 
30.5 



* Standard deviation of variable wind component assumed to be 30% of 
average velocity. 

** Numbers based on wind tunnel tests. 
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V. SUMMARY AND CONCLUSIONS 

The triply-folded conical horn-reflector antenna has been shown to be 
a compact antenna suitable for use in large ground stations for satellite 
communications. Measurements on an electrical model of the antenna 
indicate that the aperture efficiency of a full sized antenna should be 
higher than 60 per cent, which exceeds that of many existing low noise 
parabolic or cassegrain antennas and approaches that of the straight 
horn-reflector antenna. The zenith excess noise temperature of the folded 
horn due to side and back lobes is below 1 degree K, and, at an elevation 
angle of 7.5 degrees, the temperature does not exceed the very low value 
of the straight horn-reflector antenna by more than a few degrees. The 
noise temperature of a ground station containing a triply-folded horn 
will therefore be determined almost exclusively by circuit and at- 
mospheric noise. 

No degradation in the characteristics of the antenna is expected if the 
reflecting plates are aligned in angle to better than the half power width 
of the antenna beam. The required overall surface tolerance has to be 
distributed among the four reflecting surfaces. It is expected that the 
three flat reflectors can be easily built with high accuracy so that most 
of the available tolerance can be assigned to the parabolic reflector. The 
surface accuracy of the latter can be checked easily at any desired eleva- 
tion angle by an optical t riangulation method. 

The compactness of the antenna and the rounded silhouette achieved 
by attaching lightweight fairings allows operation without a radome. 
Hydrodynamic model tests show that an antenna with a 2250 ft. 2 aper- 
ture should be capable of tracking accurately up to wind velocities of 
more than 00 mph. 

It can be said that the triply-folded horn-reflector antenna has 
achieved the desirable features of low-noise, high-gain, broadband opera- 
tion and interference immunity because the signal path from the sta- 
tionary equipment room to the parabolic reflector is entirely enclosed by 
a metallic sheath of considerable diameter and that this path is not 
folded back on itself. Some of the mentioned electrical characteristics 
can only be obtained in other antenna configurations by careful subre- 
flector or beam (higher order modes) shaping. Broadband operation of 
such antennas is not achieved easily if at all. Construction of the triply- 
folded horn should also be simplified because it has only one curved 
reflector surface compared with at least two for cassegrain types. 
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APPENDIX A 

Derivation of the Gain and Temperature Formulas 

A.l The Antenna Gain 

According to Silver 8 the gain function of an antenna is defined by 

<?(»,*) = ^ (9) 

where P(6,<f>) = the power radiated per unit solid angle in direction 6,<t>. 
P t = total power delivered to the (lossless) antenna in a 
single mode. 
Pt obviously is the average of P(d,<f>) integrated over the whole sphere. 

Pt = / P(0,<t>) sm 9 ddd<j>. (10) 

The denominator of (9), Pt/lir, can be interpreted as being the power 
radiated per unit solid angle from an isotropic antenna which is fed the 
total power P t . It is convenient to write P(d,<t>) as the sum of two 
orthogonal (meaning completely decoupled) components: 

PM) = PM<t>) + Pc(e,<t>), (ii) 

P p being the principal and P c the cross-polarized component. P p and P c 
could for instance, be horizontally and vertically or right- and left- 
hand circularly polarized components to mention only a few out of an 
infinite number of possibilities. 

The definition given by (9) obviously assumes that all the power 
P(d,<j>) can be usefully extracted by a distant receiving antenna. This 
means that it is capable of receiving both components P p and P c , or 
that its polarization is matched exactly to the incoming wave. In many 
practical applications this requirement is easily met, e.g., a horn- 
reflector antenna fed by a single TE n mode radiates pure linear polariza- 
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tion on the beam axis (hut not in all other directions) and a properly 
aligned linearly polarized receiving antenna can extract all the possible 
energy. If such a match is not provided, a polarization loss occurs by 
which the gain given by (9) will have to be reduced. 

Of particular interest is the maximum value of the gain function. We 
assume it occurs at = 0, <j> = and is normally called the "gain" Go 
of the antenna. Inserting (10) in (9) we obtain 

4ttP(0,0) 

Go = "77 • (12) 



J J P(d,<t>) sm dddd<f> 



If we introduce the "normalized" radiation function 



p.ft*)-^ (13) 



we can write (12) : 

4tt 



Go = 



/ / P„ (0,0) sin dddd<f> ' ' ' ' 

J 8=0 •' c 4=n 



In general, P n (0,<f>) cannot be directly measured. It is much easier to 
determine the orthogonal components P„ p and P nc since they are the 
direct result of pattern measurements. We have 

Pn(6<t>) = Pnp(0d>) + P,„(e,<f>) (15) 

where 

P P (64) 



PnpM = 



Pp(0fl) + P c (0,0) 



P (firk) PrM 

„\w - r(()Q) + p(m . 

And finally, it would be easy to derive the following useful form for 

(9): 

G(6,<t>) = GoP«(fiJ>). (16) 

A.2 The Antenna Temperature 

We assume that the antenna is fed in such a way as to produce the 
orthogonal far field intensities P p (0rf>) and P c (6rf>). The noise power 
radiated by the surrounding sphere in the matching orthogonal polari- 
zations is proportional to the temperatures T p (0,<f>) and T c (d,<t>) existing 
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on the sphere. The noise power picked up by the antenna as a receiver 
is W = hT A B, where 

k = Boltzmann's constant 

B = noise bandwidth 

T A — effective antenna temperature 



- c \ I T p (6,<t>)P v {B4) am 0(ted<t> 

+ c [ f T c (d,<t>)P c (d,<t>) sin BdOdfr 

•'9=0 "><t>=0 



(17) 



Equation (17) immediately follows from the fact that the noise re- 
ceived by the antenna must be weighted by P(6,<f>). The constant c 
can be easily determined if we assume the special case of a black-body 
enclosure, randomly polarized, at the constant temperature T , i.e., 

T p = T c = To 

then we obtain from (17) : 

T A = cT a ff \P P (d,<f>) + Pde,<t>)] sin ddddcf>. (18) 

Let us assume now that the antenna is perfectly matched into a 
termination and that it is perfectly insulated from any thermal heat 
sources. Then under thermal equilibrium the termination will accept 
the temperature of the black-body enclosure, T , and the noise 
powers coming from and flowing towards the antenna are both the 
same and equal to W = kT B. In practice it is impossible to find 
such an equilibrium between the antenna termination and the radiating 
enclosure. The termination can be warmer or colder depending on the 
input temperature of the receiver connected to the antenna. The noise 
powers flowing to and from the antenna are different in this case. We 
are only interested in the flow of noise energy coming from the antenna 
which for all practical purposes is still kT B. This means T A = T in 
(18) and we immediately find: 

c" 1 = J J [P p (0,<t>) + P c (0,0)] sin BdBd*. (19) 

From (11) and (12), we find that expression (18) is also identical to 

4ttP(0,0) 



-i 
c = 



Gn 
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Equation (17) now becomes: 

T A = *£■ f f" [T p (0J>)P np (6,<p) + T c (e,<t>)P nc (5,0)] sin 6ded4>. (20) 

This expression is useful in radio astronomy where radio sources are 
not always randomly polarized. 

For the determination of the antenna noise in a satellite communica- 
tions system, it is sufficient to assume randomly polarized surroundings. 
This is a simplification of the physical reality which will lead to a high 
(pessimistic) estimate of T A . For random noise polarization, 
T p = T c = T, we obtain for (20) by using (15): 

T A = Q- [ I T(6J>)P n (0J>) sin eded<f>. (21) 

4tT •'8=0 J <t>=0 

And with (16) we obtain the often used form: 

T A = i- f / T (6,<t>)G(8,<t>) sin dddd<t>. (22) 

47T Jfl-O •'^=0 
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